BFC 


APPLICATION FOR APPROVAL 
PAS2030 GREEN DEAL INSTALLER SCHEME 





Applicants Details 
LLP 


Company Registered Name (if applicable) 


| Limited Company 


Company Trading Name (if applicable) 
Company Registration No. 


Company Registration Address 


Head Office Address 
(if different from Reg Address) 


Site Address where measure applied for 
will be audited (if known) or Postcode area 


| | Partnership 


| | Other, please specify 


Has your Company ever had PAS2030 Certification Scheme Membership: 


| Refused 


Your company’s nominated representative's details 


If yes, please give details 


Withdrawn 


I A 
| Suspended | | Voluntary Relinquished 


Name: 
Telephone: 
E-mail: 


Website: 


Position: 


Mobile: 


Please indicate number of employees 


Installer Operatives: 


Sub Contract Operatives: Head Office Staff: 


Please indicate the Green Deal measures described within PAS 2030 you wish to be approved for 





Category BFM - Building Fabric Measures 


| Cavity Wall Insulation 

Draught Proofing 

Energy Efficient Glazing and Doors 
External Wall Insulation 

Flat Roof Insulation 

Floor Insulation 


Hybrid Wall Insulation (Internal & External Wall) 





Internal Wall Insulation 


Loft Insulation 


Pitched Roof Insulation 


Solar Blind, Shutters & Shading Devices 





Flexible Thermal Lining 


Room in Roof Insulation 
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Category BSM - Building Services Mechanical 





- & non-domestic) 





Category BSE — Building Services Electrical 


| 


Condensing Boilers, Natural Gas Fired & | | Lighting Fittings, Lighting Systems & 
LPG (domestic & non-domestic) . ' Lighting System Controls 


Chillers Electric Storage Heaters 








Condensing Boilers, Oil Fired (domestic | | Variable Speed Drives For Fans & Pumps 


Flue Gas Heat Recovery Device 


Heating System Insulation (Ducting Pipes & 
Cylinders) 


Heating, Hot Water System, Ventilation & Air 
Conditioning Controls 


Hot Water Systems 

Mechanical Ventilation & Heat Recovery 
Radiant Heating (Non-Domestic) 
Underfloor Heating 

Warm Air Heating Systems (domestic & 


non-domestic) 


Water Efficient Taps and Showers 
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Additional application information 





Applicants must read the Blue Flame Certification Scheme Rules and Contract. This is available at www.blueflamecertification.com 














| have read and understood the Blue Flame Certification Scheme Rules and Contract E Yes 

Have you used a third party organisation to provide a Quality Management System to meet PAS2030 requirements E Yes O No 

If ‘Yes’ please state the name of the organisation 

If NO to above, do you have any other documented system? [| Yes | | No 

Is your Company MCS Approved? | | Yes No 

If ‘Yes’ please indicate Awarding Body o 

Is your Company Gas Safe Registered? | | Yes __ No | | N/A 
Does your Company hold any other approvals e.g. ISO9001? | | Yes | | No 























If ‘Yes’ please give details and Awarding Body 


Declaration 





| confirm that the information | have provided is true and correct to the best of my knowledge 


| understand that if | have given false or misleading information that this may result in Blue Flame Certification Ltd withdrawing or cancelling approval. 
Details of Blue Flame Certification Scheme Rules and Contract are available at www.blueflamecertification.com 





Name: 
Position: 


Date: 
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